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Our Central Trust and Savings Bank, of Eldridge, Iowa, 
is of early American design, 6120 square feet, and 
the interior decor is blended to gold and green, with 
custom walnut woodwork and furniture, beautifully 
finished. It creates a feeling of warmth and to be 
at ease. 

. 





i •*> 


Quint Cities Photo Service. 103 W. 13th St.. D evenport, low a 52803 

Phone - 326-2174 
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